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Fig, 230 shows one of the spray nozzles as they are manufactured
by the Schutte and Koerting Company, Philadelphia, Pa. They are
made for various applications, according to the pressure of the
liquids to be atomized; further, according to the diameter of the

FIG. 230.    SPRAY NOZZLE.

orifice and the form of the spray, any or all kinds of effects may
be accomplished.

The-working of these nozzles is clearly shown in Fig. 231, which
illustrates the application of these instruments in sulphuric acid

FTG. 231.    APPLICATION OF STRAY NOZZLE.
plants. In such plants the output is considerably increased, com-
pared with the old system, where steam was injected in the acid
chambers, for the reason that the steam condenses very slowly,
especially during the hot season, thus reducing the output of the
plant.